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interviews on reproductive history among floriculture workers in 
Colombia. Velema et al: 107-115 

Mailed dietary surveys: Response rates, error rates, and the effect of 
omitted food items on nutrient values. Caan et al: 430-436 


1957-1987: University of Minnesota studies. Jacobs Jr et al: 8-15 Reprise and lyrics for another chorus. (Commentary). Feinstein: 
Corrosion 72-16 
An alternate hypothesis for the association between electrical wiring 
configurations and cancer. (Commentary). Kavet: 224-229 
Crohn disease 
Lag time between stress events and risk of recurrent episodes of 
inflammatory bowel disease. Duffy et al: 141-145 
Data analysis 
Age and sex differences in variation of nutrient intakes among U.S. 
Adults. Neuhaus et al: 447-450 


Analysis of quantitative data by quantiles in epidemiologic studies: Death certificates 
Classification according to cases, noncases, or all subjects? Hsieh Conditions other than underlying cause of death listed on death 


et al: 137-140 certificates provide additional useful information for 
epidemiologic research. Crews et al: 271-275 
Death rate, see Mortality 
Depressive disorders 
Suspected risk factors for depression among adults 18—44 years old. 
Anthony and Petronis: 123-132 
Developing countries 
Prolonged breastfeeding and malnutrition: Confounding and effect 
modification in a Brazilian cohort study. Victora et al: 175-181 
Diabetes mellitus 
Conditions other than underlying cause of death listed on death 
certificates provide additional useful information for 
epidemiologic research. Crews et al: 271-275 
Diabetes mellitus, non-insulin-dependent 
Prevalence and correlates of Angina Pectoris in the Italian nine 


Results and effect of refusal recontact in a case-control study of 
ectopic pregnancy. Holt et al: 375-379 
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Mailed dietary surveys: Response rates, error rates, and the effect of 
omitted food items on nutrient values. Caan et al: 430-436 
Occupational diseases, see also Environmental exposure 
Occupational diseases 
A comparison of PMRs and SMRs as estimators of occupational 
mortality. (Review article). Park et al: 49-59 
Leukemia among nuclear workers with protracted exposure to 
low-dose ionizing radiation. Wilkinson and Dreyer: 305-309 
Lung cancer risk among refractory brick workers exposed to 
crystalline silica: A retrospective cohort study. Merlo et al: 
299-305 
Measuring occupational effects: How could we do it better? 
(Editorial). Thun: 5—7 
The relation of socioeconomic status to oral and pharyngeal cancer. 
Greenberg et al: 194-200 
Time trends in leisure-time physical activity: Another perspective. 
(Letters). Yeager et al: 313-315; Jacobs Jr. et al: 315-316 
Time trends in leisure-time physical activity in the upper midwest 


1957-1987: University of Minnesota studies. Jacobs Jr et al: 8-15 


Occupational exposure 
A comparison of PMRs and SMRs as estimators of occupational 
mortality. (Review article). Park et al: 49-59 
An epidemiologic approach to the study of acute reversible health 
effects in the workplace. Eisen et al: 263-270 
Mortality among industrial workers exposed to phenol. Dosemeci et 
al: 188-193 
Occupational status, see Employment status 
Oopherectomy, see Ovariectomy 
Osteoporosis 
Exercise and other factors in the prevention of hip fracture: The 
Leisure World study. Paganini-Hill et al: 16-25 
Ovariectomy 
Bilateral oopherectomy trends in Olmsted County, Minnesota, 


1950-1987. Melton et al. 149-152 
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Oxygen 
Oxygen and Retrolental Fibroplasia: Did epidemiology help or 
hinder? (Commentary). Weiss: 60 
Parity 
Coffee consumption, birthweight, and reproductive failures. Olsen 
et al: 370-374 
A prospective study of reproductive history and exogenous 
estrogens on the risk of colorectal cancer in women. Chute et al: 
201-207 
Severe vomiting during pregnancy: Antenatal correlates and fetal 
outcomes. Zhang and Cai: 454-457 
Passive smoking 
Severe vomiting during pregnancy: Antenatal correlates and fetal 
outcomes. Zhang and Cai: 454-457 
Pharmacoepidemiology 
Bromocriptine and puerperal seizures. (Letters). Gross: 234; 
Rothman et al: 234-235. 
Pharyngeal neoplasms 
The relation of socioeconomic status to oral and pharyngeal cancer. 
Greenberg et al: 194-200 
Phenol 
Mortality among industrial workers exposed to phenol. Dosemeci et 
al: 188-193 
Physical Activity 
On basketballs and heartbeats. (Editorial). Powell: 3-5 
Exercise and other factors in the prevention of hip fracture: The 
Leisure World study. Paganini-Hill et al: 16-25 
Time trends in leisure-time physical activity: Another perspective. 
(Letters). Yeager et al: 313-315; Jacobs Jr. et al: 315-316 
Time trends in leisure-time physical activity in the upper midwest 
1957-1987: University of Minnesota studies. Jacobs Jr et al: 8-15 
Validation of a three-month physical activity recall questionnaire 
with a seven-day food intake and physical activity diary. Arroll et 
al: 296-298 
Placenta previa 
Maternal smoking and placenta previa. Kramer et al: 221-223 
Potassium 


Effect of migration on blood pressure: The Yi People study. He et al: 


88-97 
The Yi migrant study: Population exposures influencing blood 
pressure patterns. (Editorial). Stamler: 83-87 
Pre-eclampsia 
Severe vomiting during pregnancy: Antenatal correlates and fetal 
outcomes. Zhang and Cai: 454-457 
Pregnancy 
Caffeine consumption during pregnancy and spontaneous abortion. 
Fenster et al: 168-174 
Chlorinated water exposures and congenital cardiac anomalies. 
Shaw et al: 459-460 
Chronic hypertension, cigarette smoking, and abruptio placentae. 
Williams et al:450-453 
Coffee consumption, birthweight, and reproductive failures. Olsen 


et al: 370-374 
The evaluation of agreement by means of log-linear models: Proxy 


interviews on reproductive history among floriculture workers in 
Colombia. Velema et al: 107-115 
The fetal life table revisited: Spontaneous abortions in three Kaiser 
Permanente cohorts. Goldhaber and Fireman: 33-39 
Miscarriage, caffeine, and the epiphenomena of pregnancy: The 
causal model. (Editorial). Stein and Susser: 163-167. (Letter). 
Fenster et al: 313 
Severe vomiting during pregnancy: Antenatal correlates and fetal 
outcomes. Zhang and Cai: 454-457 
Pregnancy, ectopic 
Vaginal douching and the risk of tubal pregnancy. Daling et al: 
40-48 
Pregnancy, multiple 
Risk indicators for talipes equinovarus in Washington State, 


1987-1989. Alderman et al: 289-292 
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Severe vomiting during pregnancy: Antenatal correlates and fetal 
outcomes. Zhang and Cai: 454-457 
Premenstrual syndrome 
Do women with premenstrual symptoms sef-medicate with caffeine? 
MacKay Rossignol et al: 403-408 
Epidemiology and premenstrual syndrome: Theories abound but 
where is the supporting evidence? (Editorial). Harlow: 399-401 
Prevalence 
Study designs for dependent happenings. Halloran and Struchiner: 
331-338 
Prevention 
HIV seroconversion and disinfection of injection equipment among 
intravenous drug users, Baltimore, Maryland. Vlahov et al: 
444-446 
Prognosis 
Prognostic modeling of clinical outcomes: An illustration with data 
from patients with membranous nephropathy. Sheehe: 339-347 
Proportional mortality ratio (PMR) 
A comparison of PMRs and SMRs as estimators of occupational 
mortality. (Review article). Park et al: 49-59 
Protein-calorie malnutrition 
Prolonged breastfeeding and malnutrition: Confounding and effect 
modification in a Brazilian cohort study. Victora et al: 175-181 
Protein intake 
Age and sex differences in variation of nutrient intakes among U.S. 
Adults. Neuhaus et al: 447-450 
Proxy respondents 
The evaluation of agreement by means of log-linear models: Proxy 
interviews on reproductive history among floriculture workers in 
Colombia. Velema et al: 107-115 
Public policy 
Alcohol: Good for your health? (Commentary). Blackburn et al: 
230-231 
All things in moderation. (Commentary). Ellison: 232-233 
Science versus advocacy: The challenge of Dr. Feinstein. 
(Commentary). Greenland: 64-72 
Questionnaires 
The effect of recall bias on the association of calorie-providing 
nutrients and breast cancer. Friedenreich et al: 424-429 
Mailed dietary surveys: Response rates, error rates, and the effect of 
omitted food items on nutrient values. Caan et al: 430-436 
Validation of a three-month physical activity recall questionnaire 
with a seven-day food intake and physical activity diary. Arroll et 
al: 296-298 
Race 
Black white differences in blood pressure among participants in 


NHANES II: The contribution of blood lead. Sorel et al: 348-352 

Chronic hypertension, cigarette smoking, and abruptio placentae. 
Williams et al:450-453 

Cohort trends in mortality from oral, esophageal, and laryngeal 
cancer. (Letters). Soskolne: 236; Devesa et al: 236—237 

The epidemiology of acute appendicitis in California: Racial, gender, 
and seasonal variation. Luckmann and Davis: 323-330 


Genital warts, other sexually transmitted diseases, and vulvar 


cancer. Sherman et al: 257-262 

Hip fracture incidence and mortality in New England. Fisher et al: 
116122 

In search of the cause of appendicitis. (Editorial). Koepsell: 319-321 

Mailed dietary surveys: Response rates, error rates, and the effect of 
omitted food items on nutrient values. Caan et al: 430-436 

The relation of socioeconomic status to oral and pharyngeal cancer. 
Greenberg et al: 194-200 

Results and effect of refusal recontact in a case-control study of 
ectopic pregnancy. Holt et al: 375-379 

Suspected risk factors for depression among adults 18—44 years old. 
Anthony and Petronis: 123—132 

Radiation, ionizing 

Leukemia among nuclear workers with protracted exposure to 

low-dose ionizing radiation. Wilkinson and Dreyer: 305-309 
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Rectal neoplasms 
Coffee drinking and the risk of colon cancer: Unfinished business. 
(Letter). Slattery et al: 78-79 
Exogenous hormones and colorectal cancer. (Letters). Davis et al: 
395; Chute et al: 395 
A prospective study of reproductive history and exogenous 
estrogens on the risk of colorectal cancer in women. Chute et al: 
201-207 
Reproductive factors 
Severe vomiting during pregnancy: Antenatal correlates and fetal 
outcomes. Zhang and Cai: 454-457 
Reproductive history 
Breast cancer mortality and the change in fertility risk factors at 
menopause: A prospective study of 800,000 married Norwegian 
women. Lund: 285-288 
Breast cancer risk and oral contraceptive use: Results from a large 
case-control study. Weinstein et al: 353-358 
Chronic hypertension, cigarette smoking, and abruptio placentae. 
Williams et al:450—-453 
Do oral contraceptives cause breast cancer? (Editorial). Cramer: 
321-322 
The evaluation of agreement by means of log-linear models: Proxy 
interviews on reproductive history among floriculture workers in 
Colombia. Velema et al: 107-115 
Exercise and other factors in the prevention of hip fracture: The 
Leisure World study. Paganini-Hill et al: 16-25 
Exogenous hormones and colorectal cancer. (Letters). Davis et al: 
395; Chute et al: 395 
Heterogeneity of the effect of family history on breast cancer risk. 
Byrne et al: 276-284 
Maternal smoking and placenta previa. Kramer et al: 221-223 
A prospective study of reproductive history and exogenous 
estrogens on the risk of colorectal cancer in women. Chute et al: 
201-207 
Results and effect of refusal recontact in a case-control study of 
ectopic pregnancy. Holt et al: 375-379 
Risk indicators for talipes equinovarus in Washington State, 
1987-1989. Alderman et al: 289-292 
Severe vomiting during pregnancy: Antenatal correlates and fetal 
outcomes. Zhang and Cai: 454-457 
Research design, see Study design; specific study design 
Reserpine 
Science versus advocacy: The challenge of Dr. Feinstein. 
(Commentary). Greenland: 64-72 
Residential plumbing 
An alternate hypothesis for the association between electrical wiring 
configurations and cancer. (Commentary). Kavet: 224-229 
Respiratory tract diseases 
Lung cancer risk among refractory brick workers exposed to 
crystalline silica: A retrospective cohort study. Merlo et al: 
299-305 
Retrolental fibroplasia 
Oxygen and Retrolental Fibroplasia: Did epidemiology help or 
hinder? (Commentary). Weiss: 60 
Reprise and lyrics for another chorus. (Commentary). Feinstein: 
72-76 
Science versus advocacy: The challenge of Dr. Feinstein. 
(Commentary). Greenland: 64-72 
Rheumatic heart disease 
Severe vomiting during pregnancy: Antenatal correlates and fetal 
outcomes. Zhang and Cai: 454-457 
Rheumatoid arthritis, see Arthritis, rheumatoid 
Risk factors 
Suspected risk factors for depression among adults 18—44 years old. 
Anthony and Petronis: 123-132 
Screening 
Genital warts, other sexually transmitted diseases, and vulvar 
cancer. Sherman et al: 257-262 
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Risk factors for cervical carcinoma: Does detection bias play a role? 
Slattery and Gardner: 293-296 
Seasons 
The epidemiology of acute appendicitis in California: Racial, gender, 
and seasonal variation. Luckmann and Davis: 323-330 
In search of the cause of appendicitis. (Editorial). Koepsell: 319-321 
Seventh-day adventists 
Coffee drinking and the risk of colon cancer: Unfinished business. 
(Letter). Jacobsen: 77-78; Slattery et al: 78-79 
Sexually transmitted diseases 
Genital warts, other sexually transmitted diseases, and vulvar 
cancer. Sherman et al: 257-262 
Risk factors for cervical carcinoma: Does detection bias play a role? 
Slattery and Gardner: 293-296 
The sexually transmitted disease model for cervical cancer: 
Incoherent epidemiologic findings and the role of 
misclassification of human papillomavirus infection. Franco: 
98-106 
Vaginal douching and the risk of tubal pregnancy. Daling et al: 
40-48 
Shellfish 
The raw oyster consumer—A risk taker? Use of the behavioral risk 
factor surveillance system. Klontz et al: 437-440 
The value of an indirect index in selecting groups for a health 
education message. (Editorial). Cole: 401-402 
Silica 
Lung cancer risk among refractory brick workers exposed to 
crystalline silica: A retrospective cohort study. Merlo et al: 
299-305 
Smoking 
Chronic hypertension, cigarette smoking, and abruptio placentae. 
Williams et al:450-453 
Coffee drinking and the risk of colon cancer: Unfinished business. 
(Letter) Jacobsen: 77-78 
Conditions other than underlying cause of death listed on death 
certificates provide additional useful information for 
epidemiologic research. Crews et al: 271-275 
Exercise and other factors in the prevention of hip fracture: The 
Leisure World study. Paganini-Hill et al: 16-25 
Familial aggregation of bladder cancer stratified by smoking status. 
Kramer et al: 145-148 
Genital warts, other sexually transmitted diseases, and vulvar 
cancer. Sherman et al: 257-262 
Lung cancer risk among refractory brick workers exposed to 
crystalline silica: A retrospective cohort study. Merlo et al: 
299-305 
Maternal smoking and placenta previa. Kramer et al: 221-223 
Prevalence and correlates of Angina Pectoris in the Italian nine 
communities study. Krogh et al: 26-32 
The relation of socioeconomic status to oral and pharyngeal cancer. 
Greenberg et al: 194-200 
Risk factors for cervical carcinoma: Does detection bias play a role? 
Slattery and Gardner: 293-296 
Risk indicators for talipes equinovarus in Washington State, 
1987-1989. Alderman et al: 289-292 
Social class 
Coffee consumption, birthweight, and reproductive failures. Olsen 
et al: 370-374 
A comparison of PMRs and SMRs as estimators of occupational 
mortality. (Review article). Park et al: 49-59 
Prolonged breastfeeding and malnutrition: Confounding and effect 
modification in a Brazilian cohort study. Victora et al: 175-181 
A relation between childhood sun exposure and dysplastic nevus 
syndrome among patients with nonfamilial melanoma. Titus- 
Ernstoff et al: 210-214 
The relation of socioeconomic status to oral and pharyngeal cancer. 
Greenberg et al: 194-200 
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Socioeconomic factors 
Black white differences in blood pressure among participants in 
NHANES II: The contribution of blood lead. Sorel et al: 348-352 
The relation of socioeconomic status to oral and pharyngeal cancer. 
Greenberg et al: 194-200 
Sodium 
Effect of migration on blood pressure: The Yi People study. He et al: 
88-97 
The Yi migrant study: Population exposures influencing blood 
pressure patterns. (Editorial). Stamler: 83-87 
Standardized mortality ratio (SMR) 
A comparison of PMRs and SMRs as estimators of occupational 
mortality. (Review article). Park et al: 49-59 
Mortality among industrial workers exposed to phenol. Dosemeci et 
al: 188-193 
Statistics 
Analysis of quantitative data by quantiles in epidemiologic studies: 
Classification according to cases, noncases, or all subjects? Hsieh 
et al: 137-140 
An efficient program for computing conditional maximum 
likelihood estimates and exact confidence limits for a common 
odds ratio. Martin and Austin: 359-362 
Empirical-Bayes adjustments for multiple comparisons are 
sometimes useful. Greenland and Robins: 244-251 
In defense of standardized regression coefficients. Newman and 
Browner: 383-386 
A microcomputer program for exact and asymptotic analysis of 
several 2x2 tables. Vollset and Hirji: 217-220 
Multiple comparisons? No problem! (Editorial). Poole: 241-243 
On the use of standardized regression coefficients. Criqui: 393 
Standardized regression coefficients: A further critique and review 
of some alternatives. Greenland et al: 387-392 
Stress 
Lag time between stress events and risk of recurrent episodes of 
inflammatory bowel disease. Duffy et al: 141-145 
Study design 
The effect of an informational newsletter on control participation 
rates: A randomized study. Heuser and Davis: 380-382 
An epidemiologic approach to the study of acute reversible health 
effects in the workplace. Eisen et al: 263-270 
Practical considerations in choosing between the case-cohort and 
nested case-control designs. (Commentary). Wacholder: 155-158 
Reprise and lyrics for another chorus. (Commentary). Feinstein: 
72-76 
Response to Feinstein. (Commentary). Savitz and Kelsey: 61-63 
Science versus advocacy: The challenge of Dr. Feinstein. 
(Commentary). Greenland: 64-72 
Study designs for dependent happenings. Halloran and Struchiner: 
331-338 
Substance abuse 
HIV seroconversion and disinfection of injection equipment among 
intravenous drug users, Baltimore, Maryland. Vlahov et al: 
444-446 
Suicide 
Trends in suicide mortality among the elderly in Norway, 
1966-1986. Sverre: 252-256 
Sun exposure 
A relation between childhood sun exposure and dysplastic nevus 
syndrome among patients with nonfamilial melanoma. Titus- 
Ernstoff et al: 210-214 
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Sunburn 
A relation between childhood sun exposure and dysplastic nevus 
syndrome among patients with nonfamilial melanoma. Titus- 
Ernstoff et al: 210-214 
Surveys, see Nutrition surveys; Questionnaires 
Tea 
Coffee consumption, birthweight, and reproductive failures. Olsen 
et al: 370-374. 
Do women with premenstrual symptoms sef-medicate with caffeine? 
MacKay Rossignol et al: 403-408 
Epidemiology and premenstrual syndrome: Theories abound but 
where is the supporting evidence? (Editorial). Harlow: 399-401 
Time trends 
Bilateral oopherectomy trends in Olmsted County, Minnesota, 
1950-1987. Melton et al. 149-152 
Breast cancer risk and oral contraceptive use: Results from a large 
case-control study. Weinstein et al: 353-358 
Cohort trends in mortality from oral, esophageal, and laryngeal 
cancer. (Letters). Soskolne: 236; Devesa et al: 236-237 
Do oral contraceptives cause breast cancer? (Editorial). Cramer: 
321-322 
A graphical approach to the interpretation of age-period-cohort 
data. Weinkam and Sterling: 133-137 
Sex-specific trends in mortality for the aging population in Norway: 
A model with age, period, and cohort effects. Sverre and Laake: 
182-187 
Trends in suicide mortality among the elderly in Norway, 
1966-1986. Sverre: 252-256 
Time trends in leisure-time physical activity: Another perspective. 
(Letters). Yeager et al: 313-315; Jacobs Jr. et al: 315-316 
Trisomy 
Caffeine and spontaneous abortion of known karyotype. Kline et al: 
409-417 
Vaccines 
Study designs for dependent happenings. Halloran and Struchiner: 
331-338 
Vaginal irrigation 
Vaginal douching and the risk of tubal pregnancy. Daling et al: 
40-48 
Venereal diseases, see Sexually transmitted diseases 
Vibrio infections 
The raw oyster consumer—A risk taker? Use of the behavioral risk 
factor surveillance system. Klontz et al: 437-440 
Vitamins 
Age and sex differences in variation of nutrient intakes among U.S. 
Adults. Neuhaus et al: 447-450 
Vulvar neoplasms 
Genital warts, other sexually transmitted diseases, and vulvar 
cancer. Sherman et al: 257-262 
Water 
An alternate hypothesis for the association between electrical wiring 
configurations and cancer. (Commentary). Kavet: 224-229 
Chlorinated water exposures and congenital cardiac anomalies. 
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